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Message Text 


UNCLASSIFIED 

PAGE 01 LIMA 07551 161424Z 

45 

ACTION COME-OO 

INFO OCT-01 ARA-16 ISO-OO EB-11 CIAE-00 INR-10 NSAE-00 

RSC-01 TRSE-00 DRC-01 /040W 

117800 

R 16141 1Z OCT 73 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 7404 

UNCLAS LIMA 7551 

E.O. 11652: N/A 
TAGS: BFOL, PE 

SUBJ: WINDSOR PROBE TEST SYSTEMS, INC. 

ELMWOOD. CT 06110 

FOLLOWING FIRMS INTERESTED CORRESPONDING: 

DAVID & CIA., S.A. 

JR. CAMANA 872, OF. 4; P.O. BOX 3977; CABLE: DAVISA 
LIMA 1 , PERU 

ATTN: HAROLD DAVIS, MANAGER 

VERMIGLIO & NIERI S. C. R. LTDA. 

P.O. BOX 848, LAS C AMELIAS 780 
CABLES: WILBURELL 
TELEX: PX 5252 (RCA) 

LIMA 1, PERU 

ATTN: ALDO VERMIGLIO, MANAGER 

SUGGESTED CONTACTS HAVE EXPERIENCE IN THE LINE OFFERED, HAVE 
GOOD RELATIONSHIP IN LOCAL BUSINESS COMMUNITY, AND ENJOY GOOD 
COMMERCIAL REPUTATION. 

BELCHER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973LIMA07551 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: LIMA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 030/aaaaavqf. tel 

Line Count: 49 
Locator: TEXT ON-LINE 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17-Dec-2001 by elbezefj>; APPROVED <27 FEB 2002 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WINDSOR PROBE TEST SYSTEMS, INC. ELMWOOD, CT 06110 
TAGS: BFOL, PE 
To: STATE 
Type: TE 
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